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29 June LOG. 


yexomalgen BOR: Chief, Materiel Stat, pen-bb/P 


PISIFCE ; System IV Test Set, MP~12435 


L, It is requested thet the various ae alee 
T¥ Test Seb, im accordance with the atieched equicaens 4 erga m 
sero 12 June 1953, be collested and retained at| | ¥t : 
other fo. stem IV conpouents in storage at the dx 


*, The background for the atorve request ie as follows: 


A. ‘men the dectaion was made io ne PES voce ty 
Syeten IV, it wae agreed that the entire systes I stor 
aviner oo that 1% could be re-activated on short notice. 


np. [__] was instructed to scoamplish the acne wf 
oooh (our 67370), dated 25 May 1960. [ _] 2ke2 ie py ate 
2 Augest 1960 requeated shipment win C~12% MATS~ASM~* tke faa 
(ate 30513), dated 10 August 1960 reported 58 bexes of Syston 
shipped to (| 


he § pvdating anit faiy assenbling 
the Sy thus obviating any possibility of rapidly os 
= Sm tn was a sajor preaise in the feactivation of the system. 


x Phoase advise the meguratoations Staff when a1) componente 
of the test get have been aasemhl od. 


25X1A 


fepaiy Chief, Cosmerieations Steff 
opp-po/P 
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